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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 00036 070742Z 
13 

ACTION OC-05 

INFO OCT-01 NEA-09 ISO-OO CCO-OO /015 W 

076844 

O 070725Z JAN 75 
FM AMEMBASSY ABU DHABI 
TO SECSTATE WASHDC IMMEDIATE 2415 
AMEMBASSY BEIRUT IMMEDIATE 
AMCONSUL KARACHI IMMEDIATE 

UNCLAS ABU DHABI 0036 

BEIRUT FOR RCO 

E.O. 11652: N/A 
TAGS: ACOM, TC 

SUBJ: ABU DHABI TELEPHONE SYSTEM 
REF: (A) ABU DHABI 1851 (B) KARACHI 14 

1. NEW CRISIS HAS BEFALLEN OUR PHONE SYSTEM. POST NOW 
CANNOT MAKE OR RECEIVE CALLS. INTERCOMM WORKING, BUT 
OTHER SYSTEMS NOW INOPERATIVE. 

2. SYMPTONS AS FOLLOWS: INCOMING CALLS RING, WHEN PHONE IS 
PICKED UP TO ANSWER, LINE GOES DEAD. LIGHTS WORK. 

ALL LINES ARE DEAD WHEN PHONE IS PICKED UP TO DIAL OUT- 
SIDE. 

3. POST HAS NO RPT NO SPARE 400D CARDS TO USE AS REPLACEMENTS. 
SUGGEST DEPT AIR POUCH SET. WE WILL PROVIDE FISCAL DATA 
WHEN COST KNOWN. IN MEANTIME, PLS ADVISE IF ANTYING WE 

CAN DO TO PUT SYSTEM BACK IN OPERATING ORDER. POST 

HAS CODEL ARRIVING IN TWENTY FOUR HOURS AND NEEDS SYSTEM 

DESPERATELY. 

4. BELIEVE IT PARAMOUNT THAT HOOPER OR OTHER QUALIFIED 
TECH BE SENT TO ABU DHABI TO NOT ONLY MAKE REPAIRS, 

BUT TO ANALYSE SYSTEM AND AS HOOPER SUGGESTS REWIRE 
SYSTEM OR SCRAP IT ENTIRELY IF THAT BE THE ONLY SOLUTION. 
UNCLASSIFIED 
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5. PLS ADVISE. 

STERNER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABUDFI00036 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750005-1046 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 74/aaaacnbk.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 ABU DHABI 1851, 75 KARACHI 14 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 FEB 2003 by daviscw>; APPROVED <10 NOV 2003 by MorefiRH> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ABU DHABI TELEPHONE SYSTEM 
TAGS: ACOM, TC 
To: STATE KARACHI 
Type: TE 
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